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ERDA FOR KANE 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: IAEA SYMPOSIUM ON MEDICAL RADIONUCLIDE IMAGING, 
LOS ANGELES, OCTOBER 25-29, 1976 

1. AGENCY'S MAILROOM INADVERTENTLY DISPATCHED LETTER 
DIRECTLY TO DR. L. B. LUSTED, DEPARTMENT OE RADIOLOGY, 
UNIVERSITY OF CHICAGO, INQUIRING RE HIS WILLINGNESS 

TO GIVE INTRODUCTORY LECTURE ON MEDICAL DECISION 
MAKING AND IN PARTICULAR ON APPLICATION OF ROC-CONCEPT 
FOR QUANTITATIVE EVALUATION OE IMAGE QUALITY AT SUBJECT 
SYMPOSIUM. LETTER NOTES THAT THIS LECTURE, TOGETHER 
WITH ONE ON DISPLAY SYSTEMS, SHOULD FORM BASIS FOR 
PRESENTATION OF ACTIVITIES WITHIN IAEA COORDINATED 
RESEARCH PROGRAM ON INTERCOMPARISON OF COMPUTER- 
ASSISTED SCINTIGRAPHIC TECHNIQUES. 

2. AGENCY SCIENTIFIC SECRETARIES HAVE APOLOGIZED 
AND HAVE TAKEN STEPS TO ASSURE THAT ANY FUTURE 
LETTERS BE FORWARDED THROUGH KANE/ERDA.STONE 
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Film Number: D7601 35-0027 
From: IAEA VIENNA 
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Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
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